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string-course at the level of the abacus course in the church, is a triple window of the type already described.
Above the narthex and approached by a narrow stair in
S-.MARY    PAMMAKARI5TO
5RICK DETAILS mem TOE 5\DL CHAPEL-
w r r r r r r r r r.
SKflCtt
FIG, 48. (For other details see Fig. 68.)
the thickness of the west wall is the small gynecaeum. It is in three bays, separated by strong transverse arches resting on pilasters, each bay having a deep recess to east and west. The centre bay is covered by a cross-groined